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All liquid waste shall be conveyed to a properly constructed cesspool or public 
sewer; and solid wastes shall be disposed of in such a way as not to become noxious 
or a source of discomfort or danger to the neighborhood. 

Rule 18. Cesspools. — The construction and location of all cesspools shall be subject 
to the approval of the board of health. In no case shall a cesspool be located within 
fifteen (15) feet of the cellar wall of any dwelling or within three (3) feet of any public 
sidewalk or boundary line. 

Rule 19. Toilets. — The owner of any structure used as a dwelling, boarding house, 
hotel, factory, shop, or store, or for any other purpose where people are employed, shall 
furnish such places with water-closets. 

Every structure used as a dwelling shall have at least 1 water-closet for each family 
occupying such dwelling. Each structure used as a boarding house, hotel, factory, 
shop, or for stores or offices shall have at least 1 water-closet for every 15 persons living 
or employed in, or likely to live or be employed in, the same. 

Garbage and Refuse — Care and Disposal. (Reg. Bd. of H., Apr. 26, 1913.) 

Rule 20. No person shall make use of any land within the bounds of a street, 
highway, or other public place, or of any brook or other body of water, or any drain 
or catch basin for the deposit of any waste, water, sink slops, rubbish, offal, or refuse 
matter of any kind, or for the purpose of draining any building, vault, or cesspool. 

Rule 21. Dumps. — Any person wishing to deposit or cause to be deposited waste 
material for the purpose of filling must first obtain permission from the board of health 
to maintain a dump and will be required at all times to keep the surface in a cleanly 
condition. 

Rule 22. No person shall transport through any street or public or private way 
within the town of Winthrop the contents of any cesspool, privy, or the drainage of 
any sink or stable, or any decomposing animal or vegetable matter possessing an 
offensive odor or dangerous to the public health without a permit from the board of 
health. 

In no case shall a cesspool be opened for the purpose of removing its contents without 
a permit from the board of health and the disposal of all sewage shall be subject to its 
approval. 

******* 

Rule 27. Garbage. — -No person shall deposit with garbage such articles as tin cans, 
bottles, broken glass, paper, etc. These articles are included in such refuse as ashes, 
and should be disposed of in the same way. 

Privies and Cesspools — Construction and Maintenance. (Reg. Bd. of H., Apr. 26, 

1913.) 

Rule 23. Cesspool and privy vaults. — All cesspools and privy vaults shall be thor- 
oughly emptied and deodorized on or before June 1, 1913. Address all orders to 
board of health, Town Hall. 

Rule 24. Every privy vault shall be of brick and cement, of a capacity not less 
than 80 cubic feet, of easy access, convenient to open and clean, and made tight. The 
inside shall be at least 3 feet from the next lot and from any public or private way. 

Rule 25. Every tent or camp not accessible to the public sewer must have a privy 
inclosed on all sides with top. The vault must be at least 4 by 4 feet. Not less than 
3 feet deep. The bottom perforated. Said vault may be constructed of wood, stone, 
brick, or cement. The seat must have a close-fitting cover, which must be kept 
closed. The vault must be emptied at least once a month by the agent of the board 
licensed for such purposes and no one else. Chloride of lime or some strong disin- 
fectant must be used daily. In no case will any garbage or refuse be allowed to be 
thrown upon the beach. Town teams will, at stated times, remove all garbage and 
rubbish. Garbage must be kept in tightly covered galvanized cans or pails. 



